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3 aassincaion tn 


COUNTRY Soviet Zone of Gemmany ZX REPORT NO, 
TOPIC _povist Hos ital and Motor Vehicle Repair Siiop in KOBNIGSY.USTLRHAUSEN 


AL TEAMED HESNSOE - SNORE 2 mr NE 


EVALUATION 25X1 LACE opTaINeDL tO foe 3c Se ee 


DATE OF CONTENT6. to 15 December 1549 


25x1 
DATE open] s«*dC RR PREPARED._3 Yebruary 1950 


REFERENCES 


eect 


| PAGES. 3 ENCLOSURES (NO. & TYPE) 
‘REMARKS states! 25X1 


| | 1. a. A Soviet hospital was located in a kaserne about 3,30U feet south of the 
KOENIGS*: USTERHAUSEN (N 63/V “i railroad station on 6 Deceaber 1945, 


25X1 Ambulance [ana truck were obs _rved tuers. 


25X1 b. A heavily guarded factory was about 2,300 feet southwest of tue kascrne, 
25X1 c. ‘Trucks [ere observed in the streets 
25X11 of KOGNIGSUS Tid AUS. : 


[| 2. a. A Soviet motor vehicle repair snop was behind tne fonsaer Postschutz 
Kaserne, KOHNIGS.. USTHRHAUGAN, on 14 December 1949. The shop, having a 
Wark force of about 250 Germans, was said to also :nanufacture motor 
25X1 vehicles, , 


[ 3, a. It was learned on 15 December 1949 that 700 German workmen were 
ts employed in day and night shifts in the factory uear the former Post— 
schutz Kasorne, KOwNTCS”UST..RHALS EN, 


25X11 b, It was said that motors were being «-anufactured in the factory to 
which a repair shop was attached. 


ec. Observed sentries wore tank insignia. The guard detail numbered about 


40 men. 
25X1 [J xotor vehicles were parked in front of tue factory 
25X1 
25X1 


25xX1 [ _ |Somment: 
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Archivist of the United Siates, 
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The motor vehicle repair shop is believed to be di ins 
to the Group of Soviet Occupation forees Germany. 
Zax] ——i a distribution point for motor vehicle spavte parts 
is attached to the repair shop. 
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